Dr GANGADHAR MBBS, FCIP, DCH 


Week Days: 10.30Am-lPM & 5.30 Pm -8 pm 
Special Interest in New Born Care / Neonatology 

Consultant Pediatrician, 

Former: Niloufer Hosp Hyd. 


New Born / Child Screening: 
IEM - Inborn errors of 
Metabolism Screening: 
For to rule out: 

Neurological, Mental & Motor 
Retardation, Develpmental 
Delay, Seizures, Lethargy, 
Hemolytic Anemias, Failure to 
Thrive, High / Low Bl. Sugar, 
Developmental, Growth Retardation 
& Abnormalities, Skeletal /Cardio 
Myopathy, Feeding problems etc. 
Plasma Ammonia ( in Ice pack ) 
ABG Urine ketones Arterial 
Blood Lactate. If GRBS is Low- 
Urine non-Glucose Reducing 
Substances, Neuro USG, MRI 
Scan Brain, EEG, CSF 
Ammonia Analysis . 

IEM : Amino Acid Disorders , 

Purine, Pyramidine metabolism/ 
Carbohydrate Disorders / Fatty 
Acid Oxidation Disorders / Lactic 
Acidemia / Organic Acid Disorders / 
Peroximal diseases Heal Prick 
Tests : GRBS , CH, CAH, G6PD, 

CF, PKU, Biotinidase , 
Galactosemia, Sickle cell trait & 
Disease, Hb Variants, B- 
Thalasemia. . 

All Vaccines Available 

Email: drgangadar@gmail.com 


Patient's NAM E: 

Age : Gender : 

Place: Insurance : 

Temp : F, weight : kg. 

Date : Time : 


Newborn Baby Care/Neonatal/Pediatrics Department, 24/7 hours Ambulance, 

Emergency Service, Diagnostics & Pharmacy M 1 

Excellent NICU New Born Care Unit By Senior Pediatrician Doctor Gangadhar and other Team, 100 
Beded Hospital, Level 111 NICU Neonatal Intensive Care Unit, CPAP, NewBorn Baby / Infant - Artificial Respiration 
Ventilator, Radiant Warmers, Phototherapy Units for Critical Emergency cases of New Born Low Birth weight, 
PreTerm Babies, Fits, Jaundice, Syringe Pumps, Monitors. PICU - Pediatric Intensive Care Unit, CPAP, Pediatric 
Artificial Respiration Ventilator, Syringe Pumps, Monitors. 


Departments: Obst. & Gynecology, General Physician, Orthopedics, Accident & Trauma Centre, General Surgery, 


